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DATE 


TF. ISMITTAL SLIP |” "5 August 1966 


TO 


; Director of Communications 
ROOM NO. BUILDING 

2D ~00 Hqs ° 
| REMARKS: 


Attached is a request for determina - 
tion as to whether or not any of the 
NSCID's and DCID's which affect the 
Support Services need revision. We 
have asked the Office of Security to 
prepare a response for the DD/S. There- 
fore, if you have an input for this, will 
you please give it to the Director of 
Security. 


STATINTL 


BUILDING EXTENSION 


Has. 


FORM NO yy) 4] REPLACES FORM 36-8 @) 
_ FFEB 55 WHICH MAY BE USED. 
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